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lo The Jenapharm plant in Jena (:; 5l/Y 66) has started tho production of 

1-ascorbie acicl with a montiily production of 1J>0 kg* The production manager 
of the ascorbic acid installation is Dr* Giebennark (fnu)* The production 
of this item has net with difficulties, and the plant must work cay and night 
to fulfill the production quota* The production of ascorbic acid in ampule 
form is still difficult because of the shortage of a suitable stabiliser and 
because of - the poor quality of glass used in the ampules*, 

2 C / The Jenapharm plant has also started tho production of streptomycin. Because 
I of urgent requirements, this product is dispensed as a rati drug to clinics, 

| including the children’s cli nic of the University in J ena. The production 
V of depot ( sic )~ penicHlih,~ln oil and water , is being increased* 
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